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MATERIALS 


All castings are made from iron of good quality, and of such a char- 
acter as to make them strong, tough and of even grain, and soft enough 
to satisfactorily admit of drilling and cutting. Where coatings are neces- 
sary to prevent corrosion, such coatings are applied by brush or hot pitch 
dip as may be required. 


INSPECTION 


All castings are carefully inspected before coating and shipment. 
Where necessary, we will be pleased to arrange inspection by the purchaser 


if desired. 


GUARANTEE 


We guarantee our castings to be satisfactory in every way. Any 
casting considered defective in any way will be replaced or credit allowed 
for same if returned within a reasonable time. No allowance will be made 
for repairs on defective material or for losses occasioned by its use, unless 
such repairs or use are authorized in writing by us. 


WEIGHTS AND DIMENSIONS 


Due to the process of moulding castings in sand, the weight of these 
castings is subject to variations as much as 10% in some cases. Weights 
given are average weights and are given to enable the customer to estimate 
the cost of transportation. Dimensions given in the drawings are to give 
the customer a rough description of the castings and are not necessarily 
exact. This company reserves the right to change the dimensions and 
weights at their convenience. 


MACHINE WORK 


Unless so specified, seats of manhole covers and frames are not 
machined to a true surface. In many cases it is not necessary but where 
it is desired seats may be machined and prices for this work will be quoted 
on application. 


DELIVERY 


All commonly used castings are carried in stock and prompt ship- 
ment may be expected. Large orders can be delivered to the job or ware- 
house by special arrangement. All prices are quoted F.O.B. Brockton 
or Boston freight terminals. 


PRICES AND TERMS 


All contracts are subject to strikes, accidents or other causes beyond 
our control. 

All prices in this catalog are list prices only, discounts will be quoted 
on application. 

The right is reserved to alter prices and specifications without notice. 

TWO PERCENT cash discount will be allowed on all bills paid 
within ten days of shipment. Strictly net thirty days. Special arrange- 
ments with Cities and Towns. 


E. L. LEBARON 
Page 4 FOUNDRY COMPANY 





RETURNED GOODS 


Do not return any goods for credit without first receiving our con- 
sent. A charge of 15% plus transportation is regularly made for returning 
material to stock. Damaged goods or material not regularly carried in 
stock cannot be returned. 


DAMAGE CLAIMS 


Claims for damage must be made by the customer to the carrier. 
Our responsibility ceases on delivery to the carrier. 


MANHOLE AND CATCH BASIN CASTINGS 


We show in this catalog only the most popular types of castings used 
in drainage and sewer construction. We have many more patterns and 
can usually fill the wants of most anyone. When in need of castings not 
shown in this catalog, send us drawing or sketch and we will be pleased 
to quote. 


E. L. LEBARON 
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L322 


SQUARE CATCH BASIN FRAMES AND GRATES 


These frames and grates are for use in streets and highways. Where 
heavy loads are encountered use Cat. No. L326. L322 is for light loads 
and L324 is suitable for ordinary purposes. Principal Dimensions are 
shown in table and on drawing below. Frame with three flanges usually 
furnished. For frame with four flanges add 5% to list. 





Outside Inside 








Cat. Size Thickness Height Dimension Dimension Thickness Approx. List 
No. of Grate of Grate of Frame of Frame of Frame of Flange Weight Price 
G AR H O I F 
1.322 24x24 3 6 33 Mp 3 410 $23.80 
L324 24x24 3 8 34 Zz 3 462 26.40 
L326 24x24 3 8 33% JS 1 p23 29.00 





ALL DIMENSIONS ARE IN INCHES 
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DISCOUNTS ON APPLICATION 
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SQUARE CATCH BASIN FRAMES AND GRATE 
MASSACHUSETTS STANDARD 


This frame and grate is designed for use in highways where strong 
castings are necessary to withstand heavy trucking. These castings are 
made to the specification of the Massachusetts Department of Public 
Works who require that all castings used on state work must conform to 
their plans and specifications and weigh not less than the following: 


Frame owith=3eHances, oe eee ee eee 265 Ibs. 
Frames with) 4: flan ges sameness ete eee eee 295 
Grate PRS see Bee rae ae a: 215 


Contractors should carefully check weights and dimensions when 
comparing prices to be sure castings to be furnished meet specifications. 


List Price 


Cat. No. L321 Square Catch Basin Frame and Grate 3 Flanges ... $28.00 
Cat. No. L321A Square Catch Basin Frame and Grate 4 Flanges... 29.40 


a 
| 


-/}—— 24+ 


REBH EE 


pad tices eal 2 Af ae a 45—| 


DISCOUNTS ON APPLICATION 
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L315 


“D" CATCH BASIN FRAMES AND GRATES 


These frames and grates are for use in streets and highways. Use 
our L315 for very heavy traffic. The frame and grate L312 will be found 
satisfactory for side streets having no heavy trucking. Dimensions are 
shown below. 











Outside 
Cat. Size Thickness Height Dincniae Inside Thickness Approx. List 
No. of Grate of Grate of Frame of Frame Clearance of Flange Weight Price 
G At lee O I F 
1312 26x26 3 8 36x32 2444x2414 5 441 $25.00 
1314. 26x26 «63 =~ 8S 36x32 24x24 520m 2900 
L315 26x26 314 8 36x32 24x24 e559 30.60 





ALL DIMENSIONS ARE IN INCHES 





DISCOUNTS ON APPLICATION 
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L310 


"“D" CATCH BASIN FRAME AND GRATE 
MASSACHUSETTS STANDARD 


This frame and grate is designed for use in highways where heavy 
castings are necessary to withstand heavy trucking. These castings are 
made to the specifications of the Massachusetts Department of Public 
Works. The Department of Public Works specify that castings used on 
State work must conform to their plans and specifications. The drawing 
below shows the principal dimensions required. It is also specified that 
castings shall weigh not less than the following: 


Frames ee Le 4 al bs: 
Grate ee eee Tee 0 


We guarantee our castings to meet these specifications. 


Cat. No. L310 “D” Catch Basin Frame and Grate 
Massachusetts Standard List Price PPR re ee) (Us 





DISCOUNTS ON APPLICATION 
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L346 


MANHOLE FRAMES AND COVERS 


These manhole frames and covers are suitable for general street and 
highway conditions. Prices quoted do not include machined seats. Where 
trafic is heavy we advise machined seats. To arrive at the price machined 
add $2.00 to list. 





Outside Approx. 








Cat. Size of Thickness Height Dimension Inside Thickness Weight List 
No. Cover of Cover of Frame of Frame Clearance of Flange Ibs. Price 
G 48 1g | O I F 

L340 18 1 6 27%, 1614 %— 227 $15.00 
L342 20 ph SEL, 32 1814 70S 20 
L344 24 l 6 34 ey tines 5 Game 21-70 
L346 24 1 8 34 2114, 1 412 24.00 
[34eeeee 8 36 2314, 3, 483—Ss« 28.50 
L350 zi) VEN IS 40 2714, 3/, 654. 36.00 








DISCOUNTS ON APPLICATION 
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MANHOLE FRAME AND COVER 
MASSACHUSETTS STANDARD 


This frame and cover is designed for use in highways where heavy 
castings are necessary to stand the heavy trafic. These castings are made 
to the specifications of the Massachusetts Department of Public Works. 
The Department of Public Works specify that castings used on State 
work must conform to their plans and specifications. The drawing below 
shows the principal dimensions required. It is also specified that castings 
shall weigh not less than the following: 


Frames once ee ee 265 lbs. 


Our castings exceed these minimum weights. Seats are machined. 


Cat. No. L331 Manhole Frame and Cover 
Massachusetts Standards Lists Price =a ee $29.50 





DISCOUNTS ON APPLICATION 
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ROUND CATCH BASIN FRAMES AND GRATES 
FLAT GRATE 


These grates and frames are suitable for use in streets and highways. 
We can furnish grates for any manhole ring on special order. Ask for 











quotation. 
Outside Approx. 
Cat. Size of Thickness Height Dimension Inside Thickness Weight List 
No. Grate of Grate of Frame of Frame Clearance of Flange Ibs. Price 
G fla le O I F 
L364 CA eG 34 2114 Li 9372.81 32080 
L368 30 aes 8 40 28 3), 575m 3 2.00 





ALL DIMENSIONS ARE IN INCHES 


pea See 
ae REE 
| bi it ae Sioa 2 


DISCOUNTS ON APPLICATION 
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L366 


ROUND CATCH BASIN FRAMES AND GRATES 
CONCAVE GRATE 


This grate and frame is suitable for use in streets and highways. The 


concave grate will pass more water than the flat type. 


Catalog No. L366 


Size,of% Grates. ene ee Cee 24 ein. 
‘Thickness ot. Gtratem see eee lint ce nine 
Heichtsot*irameqe ee Fl ee Ome ity 
Outside Dimensions ofvlranies a Of 34" in: 
Insides Clearances =a. ae ee I 21% in. 
Thickness ofe Hlange one eee ee F 1146 in. 
Approx. Wer Lbs? tage) oe eee ee 318 


List Price $20.80 


+ G 





DISCOUNTS ON APPLICATION 
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L320 


OVAL CATCH BASIN FRAME AND GRATE 


This frame and grate is particularly useful in deep gutters. The grate 
is concave as well as oval so as to fit the curve of the gutter. Built to be 
used in highways carrying heavy traffic. 


Cat. No. L320 Oval Catch Basin Frame and Grate 
AAD prox aw C951 On Lbs Mme Lists Tice (a..0.0 eee $20.00 


iA ey 
eee nee 
Ui 
a 





DISCOUNTS ON APPLICATION 
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L375 


DISHED CATCH BASIN FRAME AND GRATE 


This type of catch basin frame and grate is used in gutters of streets 
and highways. A large number have been used in the parks of Massachu- 
setts. As it is made to fit the curve of the gutter it will take large quan- 
tities of water without obstructing the flow. 


Catalog No. L375 


Size -of* Grates cee ee ee 26 ean: 
Thickness sofe Graten eee 214 in 
Height; of Frame 7. 5.0 ee Sein: 
Outside Dimension of Frame ................0......... 38-8) in 
Inside Clearances. 350 tee ae cea Rete? 4m ity? 
Thicknéss*of#Flanceis. 32 ee % in. 
Apptoxa Wte) Lbs). =e eee ee 519 


List Price $29.00 


DISCOUNTS ON APPLICATION 


E. L. LEBARON 
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L380 


TRACK DRAIN FRAME AND GRATE 


These castings are made for drains between the rails of street railway 
systems. They are also very useful in any case calling for a long and 
narrow catch basin. We can also supply other types of these castings on 
special order. Your inquiry is solicited. 


Catalog No. L380 


Sizes ote Gra te meee ere erie ncn: 4814x1214 in. 
phicknesswore Grate ges ot-nantee cuts wade 214 in. 
Pleighteore Crain cme meh recess setae natn 8 in. 
Wen cthieota rath cme toe thet e 5014 in. 
\Widthigor eb ramienn denne oct: dog. 1914 in. 
InsidemGlearatce mma nde cc ite x4 7oeein: 
aT nienessy Ot meat Sema es ceeare. hee ] in: 
A DDE O Xam, tome SO Staite miter: Shure. Sas ened tans Se vsoea oes, 630 


List Price $35.00 


DISCOUNTS ON APPLICATION 


E. L. LEBARON 
Page 16 FOUNDRY COMPANY 


i 





L104 


28'' ELECTRIC MANHOLE FRAME AND COVER 
FOR STREET USE 


This frame and cover is designed for use in construction of manholes 
for electrical service. The large rectangular base covers a manhole of 
large dimensions. The inside corners are made as smooth as possible to 
prevent accidental chafing when pulling cable. Seats are machined. 
Dimensions are shown below. 


Cat. No. L104 Electric Manhole Frame and Cover for Street 
Approxs Wt; 630, Lbs melisti Price gece eee $40.00 


13 





DISCOUNTS ON APPLICATION 


E. L. LEBARON 
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L105 


28" ELECTRIC MANHOLE FRAME AND COVER 
FOR SIDEWALK USE 


This frame and cover is designed for use in construction of manholes 
for electrical service. The large square base covers a manhole of large 
dimensions. The inside corners are made as smooth as possible to prevent 
accidental chafing when pulling cable. The seats are machined to prevent 
rattle and make the manhole as near water-tight as possible. Dimensions 
are shown below. 


Cat. No. L105 Electric Manhole Frame and Cover for Sidewalk 
A DD LOX MENY C54 2a ls DoemeLst eh £iCen um cdi, sete $25.00 


DO 





DISCOUNTS ON APPLICATION 
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L118 


TRANSFORMER MANHOLE FRAME AND COVER 
FOR STREET USE 


This manhole frame and cover is designed for use in electrical con- 
struction. It is of most important use for manholes to hold transformers. 
The large frame and two piece cover allow large objects to be passed into 
the manhole. When access to the manhole for inspection or minor repairs 
is required, it will be only necessary to remove the smaller inner cover. 
The frame and cover seats are machined. Dimensions are shown below. 


Cat. No. L118 Transformer Manhole Frame and Cover for Street 









Approx. Wet» 1200; bsie lists Price ase ore $80.00 
: 12 
ge ya 
to [ee cee ee 





48 a re 
8 a= 
443 « 402 


DISCOUNTS ON APPLICATION 
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SPECIAL MANHOLE FRAMES AND COVERS 








L335 
NEWTON 
Catalog No. L335 Seats are Machined 
DiaeohpCoversmee. ton, 2414 in. Widthmotebiangess a. e400 in: 
Digmote© penn vy sns 221% in. PADDrOxemeW te labSs an. ee re: 490 
Fieightvofal rane... Saeerits: EISCRE Ci COM MRR ia Loretta $30.00 
L336 
WELLESLEY 
Catalog No. L336 
Diamore. Covers 240... 2614 in. Widtheofs-lanves 1a... 736 in. 
DDiateote © pening) 2.4.7¢-24). in, A ODroxs ew. em DS ene ee 567 
Pleighrioteb ramen qi. ae tou « itl. bist Prices eae nee 31-00 


These castings not always in stock. 
DISCOUNTS ON APPLICATION 


E. L. LEBARON 
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SPECIAL MANHOLE FRAMES AND COVERS 





L345 
MARBLEHEAD 
Catalog No. L345 
Diatofs Covers a eee 24% in. Widthvof Plange @a 514 in. 
Dia: of Opening eee eee oni Approx: W G9 Lbs eeeeeree 452 
Fleightiof bP ramess 7g in: ListePrices waa ane $25.00 


This frame and cover is usually specified on construction supervised 


by F. A. Barbour, Engineer, Boston, Mass. 





L338 
HYANNIS 
Catalog No. L338 
Dia. of Cover . 23154 4 in. Width of Flange =...) => ei 
Dia soteO pening waa... 22 ine Approx: We? Lbsccnannusneeee 
Height of Frame .... soo 2, Btlie List $Pricee ect eae $29.00 


The seats and adjacent sides of the frame and cover are machined. 
This frame and cover is usually specified on construction supervised 


by Metcalf & Eddy, Engineers, Boston, Mass. 


DISCOUNTS ON APPLICATION 


E. L. LEBARON : 
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SPECIAL MANHOLE AND CATCH BASIN 
COVERS AND FRAMES 





L382 
RHODE ISLAND MANHOLE FRAME AND COVER 
Catalog No. L382 


Diamore Covers ea 2514 in. Witdthuoterlan gems. 7°46 in. 
DG@womO pening maine: 24 ~~ sin. PND DCOXMW te DS 450 
Height offrrame =... 7 ORR in: [cista Price eracontehe $26.00 





L384 
RHODE ISLAND CATCH BASIN COVER AND FRAME 
Catalog No. L384 


DiamoteGovermn 4.3% 2534 in. Size of Base «i... 4814x4816 in. 
Diaots Opening) 2.440. 2414 in. Approx. Weight Lbs. ........ 260 
Fleisht off Frame <7:...... 414 in. ListsPriceWes 2. Ser $18.20 


DISCOUNTS ON APPLICATION 


E. L. LEBARON 
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SPECIAL MANHOLE AND CATCH BASIN 
COVERS AND FRAMES 








L339 


PROVIDENCE MANHOLE FRAME AND COVER 


Catalog No. L339 


Dias of, Gover meses 24 in. Width offi Flanges». 2or 4 in. 
Dia. of Opening ADDLOx a. W ton. DSa aaa 478 
Heightiofehraniema ae 734 in. List Price 


igh ote amt $30.00 
The seats and adjacent sides of the frame and cover are machined. 





L337 


PROVIDENCE CATCH BASIN FRAME AND COVER 
Dia. of Cover 


Catalog No. L337 


oT eee 24) in: Size of Base .............. 38x285% in. 
Dia.wot Openingaa ne 22%% in. Approx.0W taLbst a. som 318 
Height of Frame ............ 47% in. List Price 


at ee eee $19.70 
DISCOUNTS ON APPLICATION 


E. L. LEBARON 
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SPECIAL MANHOLE FRAMES AND COVERS 





L349 


BOSTON 


Catalog No. L349 


DiamoreCoverten = 2514 in. Width of Flange ........:... Ase 
Diamwote Opening sm 235% in. PAD prG xm Cael bs an aeee ee 492 
Pletght, of strame Seerir: IStR RP Picen etc ieee, $30.00 


The cover and frame seats are machined. 


LETTERING ON COVERS 


Manhole covers are usually furnished with lettering as shown in the 
illustrations. Some castings are also carried in stock marked “DRAIN” 
or without any lettering. We will supply covers with any lettering within 
reason on large orders at no extra charge. It is not practical to put letters 
on checkered covers unless special patterns are made. Such lettering can 
be applied if necessary but pattern costs must be paid by the purchaser. 


DISCOUNTS ON APPLICATION 


E. L. LEBARON 
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CATCH BASIN TRAPS 


This trap is specified to be used 
on State work by the Massachusetts 
Department of Public Works. 


Use L318 for 8” and 10” pipe 
Use L319 for 12” and 15” pipe 














Cat. Width of Height of Depth of Approx. List 
No. Hood Hood Hood Wr. Price 
L318 15 15 8 65 $ 6.50 


L319 18 18 10 85 15.00 


ALL DIMENSIONS ARE IN INCHES 


PROVIDENCE CATCH BASIN TRAP 


This trap is for use with 8” vitri- 
fied clay pipe. Its use is to be 
recommended as it prevents the 
flow of sand and refuse into the 


pipe. 





Catalog No. L302 


Width Overall’ gi eo 
HeishtOverallac ae ee 17% 
Dénth sOverall a eee 
Approxm Wt Lose 4707 oO 
Listi Price 2. ee ee ee $9.00 


L302 


DISCOUNTS ON APPLICATION 


E. L. LEBARON 
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MANHOLE STEPS 
CAST IRON 





L316 
MARBLEHEAD 
Catalog No. L316 

Henotheoverall ems ge et eet iN ere 
Length Projecting from Masonry ...... 4 in. 
Wil thigeemeten a deere emt esto tca as Cueitr: 
ADD EOX SEW tom Li OS meee deen arr eee ye 
Lista Price mete bor ate ae eas. $ .60 


This step is usually specified on work supervised by F. A. Barbour, 


Engineer, Boston, Mass. 





L317 


HYANNIS 


Catalog No. L317 


eo ptm y era | em oie acces ar cee Nese OF ein 
Length Projecting from Masonry ... 44% in. 
cl Chane em Mtn Pan Sec hatccan ca Se Tou ente coc (Paha 
Nat eyeteeres AWUEEs NE ata he o7 na aon ee 8 
ASist@e TI Ce Meee et ee ata lns tet ace $ .70 


This step usually specified on work supervised by Metcalf & Eddy, 


Engineers, Boston, Mass. 


DISCOUNTS ON APPLICATION 


E. L. LEBARON 
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L412 


DRAIN INLET FRAMES AND GRATES 
CONVEX 


These castings are often used on the hub end of vitrified clay sewer 
pipe but they are useful as grating for any drain. They are to be recom- 
mended for the large amount of water they will take without plugging 


with leaves and debris. 








ia. of 

Cat. Size For Sewer Dia. of Opening Gas at Approx. List 

No. No. Pipe Size Ring of Ring Base Wr. Ibs. Price 

L406 6 6 11 6 71/, 20 += 4.00 
L408 8 8 gis 8 10 27 4.70 
L410 10 10 1514, 9 1134 47 7.00 
L412 12 12 Weta al 1314 83 10.40 
L414 14 = 101) weno ee 4 98 12.20 
L416 16 — 22% 141%, 17 135 15.00 
L418 18 18 26 164%, 19% 168 17.80 
L420 20 20 Zo. 18 ZN 21> 22.80 
L424 24 24 29 20 22% 235 25.00 





ALL DIMENSIONS ARE IN INCHES 


DISCOUNTS ON APPLICATION 


E. L. LEBARON 
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L413 


DRAIN INLET FRAMES AND GRATES 
CONCAVE 


These castings are often used on the hub end of vitrified clay sewer 
pipe but they are also useful as a grating for any drain. They are to be 
recommended for the large amount of water they will pass without plug- 


ging with leaves or debris. 








Dia. of 





Cat. Size For Sewer Dia. of Opening Grate at Approx. List 

No. No. Pipe Size Ring of Ring Base Wr. Ibs. Price 

L413 13 12 19 11 13 94 $11.60 
L415 15 = 7 125%, 1454 115 14.30 
L417 ies — 23 1414 LZ 144 16.20 
L419 19 18 26 163%, 193% 172 18.20 
L421 21 20 274, 18 20% 235 25.00 
L425 25 24 295, 1956 2214 267 28.30 





ALL DIMENSIONS ARE IN INCHES 


DISCOUNTS ON APPLICATION 


E. L. LEBARON 
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L440 


GUTTER GRATE AND FRAME 
CONCAVE 


This frame and grate is for gutters in driveways. Not heavy enough 
for trucking. 


Cat. No. L440 Gutter Grate and Frame 


Grate: 12x16 Approx, Wt.87 Lbs List Priceum $ 9.00 
Cat. No. L445 Gutter Grate and Frame 
Grate 1814x16 Approx. Wt. 137 Lbs. List Price ...... 18.00 





L430 


OVAL GUTTER GRATE AND FRAME 
CONCAVE 


This frame and grate is for use in gutters in driveways. Not suitable 
for trucking. 


Cat. No. L430 Oval Gutter Grate and Frame 


Grate 10x16 Approx. Wt. 56 Lbs. List Price ........ $ 8.00 
Cat. No. L435 Oval Gutter Grate and Frame 
Grate 11x22 Approx. Wt. 84 Lbs. List Price ........ 12.00 


DISCOUNTS ON APPLICATION 


E. L. LEBARON 
FOUNDRY COMPANY 
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VITRIFIED SEWER PIPE GRATES 


R308 


These castings are made to fit the hub end of vitrified clay sewer pipe. 
Suitable for use in driveways and places not exposed to heavy trafhc. 


Cat. For Pipe 
No. Size 
R303 Seine 
R304 4 
R305 5) 
R306 6 
R308 8 
R310 10 
R312 i 
R315 il 
R318 18 


DISCOUNTS ON APPLICATION 


Approx. 


Wr. 


Z 


WwW 


E. L. LEBARON 
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R18 


CESSPOOL COVERS AND FRAMES 


These castings are for use as a cover for cesspools at residences not 
connected to municipal sewers. They are not designed to support vehicles. 
If vehicles are likely to pass over cover use Coal Hole Frame and Cover 
as shown on page 31, or heavier. 














Cat. Size of Outside Dia. Depth of Approx. List 

No. Cover of Ring Ring Wt. Ibs. Price 
R17 163, 21%, 134 33 $3.30 
R18 18 ou. 2Y, 42 3.70 
R20 1954 24 2Y, 46 4.40 








ALL DIMENSIONS ARE IN INCHES 


DISCOUNTS ON APPLICATION 


E. L. LEBARON 
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COAL HOLE COVERS AND FRAMES 


This frame and cover is suitable for use as a cesspool cover, coal hole 
cover, oil hole cover and other coverage purposes. It will support light 
vehicles but it is not recommended for places subject to heavy trucking. 














Outside Inside Approx. 
Cat. Size of Thickness Height Dimension Dimension Weight List 
No. Cover of Cover of Frame of Frame of Frame Ibs. Price 
G it Jel O I 
R112 12 1, 2y, 1614, 11 32 $3.20 
R114 14 1, 2, 181 13 48 4.80 
R116 16 Ly, ya 2014 15 61 6.00 
R118 18 lV, 3 221, 17 78 7.80 
R120 20 1, 3 243/, 19 92 9.20 
R124 24 54 3 283, 23 134 13.20 





ALL DIMENSIONS ARE IN INCHES 


O 
a 
ey 
H ma 
pee ali 
el 


DISCOUNTS ON APPLICATION 
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SQUARE FRAME AND COVER 


Frame 11/4 in. deep 


This frame and cover is suitable for use in lawns, walks, basements, 
and boiler room floors where no heavy loads will be encountered. If ve- 
hicles are likely to pass over it use a heavier frame and cover such as our 
S212 series shown on page 36. Frame can be used either side up and 
cover will fit. 





Outside Inside Approx. 

















Cat. Size of Thickness Dimension Dimension Weight List 
No. Cover of Cover of Frame of Frame Ibs. Price 
G Al O I 
S506 6x6 6 9x9 5x5 13 $1.70 
S508 8x8 5A 11x11 7x7 18 2.30 
S20 10x10 3% eS all> 9x9 25 3.20 
S212 eexales 3% | eI; IE lsfeil 1} a2, 4.20 
S514 14x14 “6 17x17 13x13 42 5.60 
S516 16x16 oy 19x19 15x15 51 6.60 
S518 18x18 “A6 21x21 17x17 61 7.90 
H_ 114 in all sizes F % in all sizes 


ALL DIMENSIONS ARE IN INCHES 


c iT; 
oes. Ff 
2 iy 

10) 


DISCOUNTS ON APPLICATION 
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SQUARE FRAME AND GRATE 


Frame 114 in. deep 


This frame and grate is suitable for use in lawns, walks, basements, 
and boiler room floors where no heavy loads will be encountered. If 
vehicles are likely to pass over the grating use heavier castings such as 
our S312 series shown on page 37. The frame can be used either side up 
and grate will fit. 














Outside Inside 
Cat. Size of Thickness Dimension Dimension Approx. List 
No. Grate of Grate of Frame of Frame Weight Price 
G iG O I 
S406 6x6 ve 9x9 5x5 14 $1.80 
S408 8x8 1, inert DEL 19 2.50 
S410 10x10 56 13x13 9x9 pATs 3.50 
S412 WAS AY 5f xa l1lxil 34 4.50 
S414 14x14 3/, 17x17 13x13 45 5.80 
S416 16x16 3 19x19 Dx 55 7.10 
S418 18x18 oA Dee Worayé 66 8.50 
H = 114 all sizes F = %@ all sizes 
ALL DIMENSIONS ARE IN INCHES 
ii 
Te 
a Fi 
AE ey 
eee 
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DISCOUNTS ON APPLICATION 
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SQUARE FRAME AND STRAINER 


Frame 114 in. deep 


This frame and strainer is suitable for use in lawns, walks, basements, 
boiler room floors, etc. where no heavy loads will be encountered. If 
vehicles are likely to pass over the castings use heavier frames and grates 
such as our S312 shown on page 37. Frame can be used either side up 


and strainer will fit. 














Outside Inside Approx. 
Cat. Size of Thickness Dimension Dimension Weight List 
No. Strainer of Strainer of Frame of Frame Ibs. Price 
S a8 O I 
S6 6x6 346 9x9 By 13 $1.70 
S8 8x8 “6 11x11 7x7 19 2.50 
S10 10x10 3% 13s15 9x9 24 3.00 
S12 12x12 3, 15x15 11x11 31 4.00 
S14 14x14 eae Wea 13x13 39 5.00 
S16 16x16 “6 19x19 15x15 5d 6.60 
S18 18x18 “6 21x21 17x17 63 8.20 
lial 114 in. all sizes F 3 in. all sizes 


ALL DIMENSIONS ARE IN INCHES 
le 
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DISCOUNTS ON APPLICATION 
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SQUARE STRAINERS 


This strainer is for use in wood floors or in concrete where the frame 


may be constructed of concrete or wood. 








Approx. 

Cat. Size of Thickness Weight List 
No. Strainer of Strainer Ibs. Price 
S106 6x6 “6 3 $ .40 
S107 7x7 ”6 4 55 
S108 8x8 oA 6 6 .80 
S109 9x9 ”6 8 1.00 
S110 10x10 3p 10 1.30 
S112 12x12 34 13 1.70 
S114 14x14 1h 6 19 2.50 
S116 16x16 ie 28 3.60 
S118 18x18 he 38 5.00 





ALL DIMENSIONS ARE IN INCHES 


DISCOUNTS ON APPLICATION 
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S218 


SQUARE FRAME AND COVER 


Frame 3 in. deep 


This frame and cover is suitable for use in driveways, alleys, base- 
ments, engine rooms and other places where loads will not exceed those 
of light trucks or passenger vehicles. For heavier loads use highway man- 
hole frames and covers as shown on page 9. Frame can be used either 
side up and cover will fit. 














Outside Inside Approx. 
Cat. Size of Thickness Dimension Dimension Weight List 
No. Cover of Cover of Frame of Frame Ibs. Price 
G GE O i 

S212 2x12 Ye 1614x1614 1014x1014 62 $ 5.60 
S214 14x14. -Yy—:1844x1814 1214x1214 75 6.75 
S216 16x16 Y% 2014x2014 1414x1414 87 7.80 
S218 18x18 Y% 2244x2214 1614x1614 103 9.25 
$220 20x20 Yo 2414x2414 1814x1814 119 10.70 
S224 24x24 Ye 2814x2814 2214x2214 162 14.60 





H = 3 in. all sizes 





F = %¢ in. all sizes 


ALL DIMENSIONS ARE IN INCHES 


———: 
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DISCOUNTS ON APPLICATION 
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S318 


SQUARE FRAME AND GRATE 


Frame 3 in. deep 


This frame and grate is suitable for use in driveways, alleys, base- 
ments, engine rooms and other places where loads will not exceed those of 
light trucks or passenger vehicles. For heavier loads use highway catch 
basin frames and grates as shown on page 5. The frame can be used either 


side up and the grate will fit. 











Outside Inside Approx. 
Cat. Size of | Thickness Dimension Dimension Weight List 
No. Grate of Grate of Frame of Frame Ibs. Price 
G it O I 

$312 [2x12 eel 655x1612 1014x101% 62 $ 5.60 
S314 14x14. 1~—s«1814x18%4 1214x1244 75 6.70 
S316 16x16 1 = 2044x2014 1414x1414, 94 8.50 
S318 18x18 1 2214x2214 1614x1614 105 9.50 
S320 20x20 1 2414x2414, 1814x1814, 134 12.00 
S324 24x24 1 2814x2814 2214,x22¥, 176 15.60 





H.= 3 in. all sizes F = %@ in. all sizes 


ALL DIMENSIONS ARE IN INCHES 


T 
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DISCOUNTS ON APPLICATION 
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ROUND FRAME AND COVER 


Frame 3 in. deep 


This frame and cover is suitable for use in driveways, alleys, base- 
ments, engine rooms, and other places where loads will not exceed those 
of light trucks or passenger vehicles. For heavier loads use highway 
manhole frames and covers as shown on page 9. The frame can be used 
either side up and the cover will fit. 

















Outside Inside Approx. 
Cat. Size of Thickness Dimension Dimension Weight List 
No. Cover of Cover of Frame of Frame Ibs. Price 
G le O I 
R812 12 VA 1644 1014 47 $ 4.20 
R814 14 Vy 1814 121, 59 5.30 
R816 16 Vy 2014, 1414 69 6.20 
R818 18 Vy 22u, 1614, 79 7.20 
R820 20 Vy 2414, 1814 99 9.00 
R824 24 Vy 284, 22%, 126 11.20 
H = 3 in. all sizes F = %@ in. all sizes 


ALL DIMENSIONS ARE IN INCHES 
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DISCOUNTS ON APPLICATION 
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ROUND FRAME AND GRATE 


Frame 3 in. deep 


This frame and grate is suitable for use in driveways, alleys, base- 
ments, engine rooms and other places where loads will not exceed those 
of light trucks or passenger vehicles. For heavier loads use highway catch 
basin frames as shown on pages 11 and 12. The frame can be used either 
side up and the grate will fit. 

















Outside Inside Approx. 
Cat. Size Thickness Dimension Dimension Weight List 
No. of Grate of Grate of Frame of Frame Ibs. Price 
G ik O iL 
R912 12 1 1614, 1014 48 4.30 
R914 14 1 1814 1214 58 5.20 
R916 16 1 2014 1414, 76 6.80 
R918 18 1 22Ue 1614 85 7.60 
R920 20 1 241/, 13814, 106 9.60 
R924 24 1 2814, 2214, 142 12.60 
H_ 3 in. all Sizes FY gin: all sizes 


ALL DIMENSIONS ARE IN INCHES 


DISCOUNTS ON APPLICATION 
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L509 


BELL TRAP CESSPOOLS 


HINGED COVER 


This is a three piece cesspool with the bell bolted to the hinged cover. 
If this cesspool is used in exposed places the bell may be removed in winter 
to prevent the drain from freezing closed. The cover is hinged on a 
brass pin to prevent corrosion and loss of the hinge. The openings in the 
cover are properly designed so as to receive as much water as the outlet 
will carry away. Recommended for use in garages, basements, laundries, etc. 








Cat. Size Meet Height Thickness Approx. List 
No. Top Outlet Overall Flange We. Ibs. Price 
L506 6x6 2 31, 34 6 4 % .90 
L508 8x8 24, 4 1 8 1.60 
L508A 8x8 3 4 14 8 1.70 
L509 9x9 3 41/, ly, 11 1.80 
L509A 9x9 4 414, ib 11 1.90 
L512 12x12 3 5 V/, 16 2.90 
L512A 12x12 4 5 1, 16 3.00 








ALL DIMENSIONS ARE IN INCHES 


DISCOUNTS ON APPLICATION 
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STANDARD CESSPOOLS 


LOOSE COVER 


This is a two piece cesspool with the bell cast on the cover. The holes 
in the cover are of ample capacity for all ordinary requirements. These 
cesspools are recommended for use in garages, basements, washrooms, 
laundries, etc. 





Outside 





Cat. Size Dia. Height Thickness Approx. List 
No. Top Outlet Overall Flange Wt. Ibs. Price 
L606 6x6 2 314 ae 4 $ .70 
L608 8x8 oy, 4 1, 8 1.40 
L609 9x9 3 414 1/, 10 1.50 
L612 2x 5 D 14 16 250 





ALL DIMENSIONS ARE IN INCHES 


DISCOUNTS ON APPLICATION 
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L20 


ASH PIT DOORS 











Cat. Size of Height Overall Depth of Approx. Wt. List Price 
No. Opening Overall Width Frame per Doz. lbs. Per Doz. 
L20 7x9 9 11 134 84 $12.00 
121 10x12 12 14 134 132 18.00 
1522 12x16 14 16 134 216 40.00 
3 16x20 18 Digs 134 360 72.00 





ALL DIMENSIONS ARE IN INCHES 





L30 


ASH DUMPS 


Catalog No. L30 


Size _OvetallW ae eee Ox Omir: Deptheoh=bramen- sa 1 Sins 
Thickness of Frame ...... ~ Yerin: Approx. Wt. per Doz. ...... 39 Ibs. 
List Price per Doz. $6.50 


DISCOUNTS ON APPLICATION 


rE. L. LEBARON 
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NOTICE 


In October, 1936, the damper interests of the Murdock Damper and 
Bronze Co. were combined with those of the E. L. LeBaron Fdy. Co. 
The E. L. LeBaron Fdy. Co. received from the Murdock Damper and 
Bronze Co. all patterns, patents, trademarks, etc. This concern is con- 
tinuing the manufacture of these well known products and is selling them 
under the trade name of “Murdock”. Therefore, genuine “Murdock” 
dampers can only be supplied by us or our agents. 


E. L. LEBARON FDY. CO. 


E. L. LEBARON 
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L704 


THE "MURDOCK" 
PERFECT FIREPLACE THROAT WITH "RATCHET" DAMPER 


Operating from the inside of fireplace and is ideal where brick, 
marble or stone facings are used. 

DAMPER REMOVABLE — the damper cover is hung with a ratchet, 
is easily operated with a poker, and can readily be detached and removed 
in case the chimney requires cleaning. 





PLAN OF L702 


The following dimensions are the inside openings of the dampers. 
Flange extends beyond openings in all sizes indicated by cut. 








Cat. Front Back Depth Flue Approx. List 
No. inches inches inches Recommended Wr. Ibs. Price 
01 24 14 iby 8x8 36 Se7220 
15702 30 20 12 8x12 43 7.60 
L703 36 26 12 8x16 50 9.40 
1.704 42 Be. 12 12x12 oy! 11.80 
L705 48 38 12 12x16 64 14.80 
L706 34 44 12 16x16 ra 17.80 
707 60 50 Ww. 16x20 78 21.60 
L708 66 56 2 16x24 85 29.60 
1.709 72 62 Ibe 20x20 92 30.60 





DISCOUNTS ON APPLICATION 


TO ORDER THE CORRECT THROAT 


Choose the size in column “FRONT” that is nearest to the width of 
the FINISHED opening of the fireplace and order by the corresponding 
number. viz: A fireplace 30” wide should take No. L702. 

If opening is 33” wide use No. L703, or No. L702 by using covering 
bar across opening and place Throat a brick higher above. 


E. L. LEBARON 
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MANNER OF SETTING 


There is no necessity for detailed explanation of how to set the 


MURDOCK PERFECT THROAT 


The simplicity of construction is readily understood at sight, as shown 
by the accompanying illustrations. 

One precaution, however, we wish to suggest:— 

The contractor should not be allowed to set the Throat when the 
chimney and rough opening is built but, as our illustration shows, when 
the finished fireplace is constructed, thus giving the best results. 


SECTION 





( 
t 
| 


OPENING 


THE MURDOCK PERFECT THROAT is made of the best grey 
iron obtainable, being moulded and constructed by the most experienced 
workmen. It is known throughout the United States and thousands are 
now in use. 


BE SURE YOURS IS THE BEST and avoid the nuisance of the 
smoky fireplace. 


E. L. LEBARON 
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THE "SHAW" 
PERFECT FIREPLACE THROAT WITH “ROTARY” DAMPER 


A PERFECT DAMPER — By means of the rotary mechanism which 
is operaced entirely from the outside, one can regulate the draft to a 
nicety. The arrangement is extremely simple, easily operated and thor- 
oughly efficient, and one does not get the dirt or soot from the chimney 
as in operating from the inside. 


IF properly set, this damper CANNOT get out of order, as the oper- 


ating worm is incased in iron. 





Damper thrown wide open by one turn of the knob to the right and regu- 
lated by partial turns. 

Knob is made of cast bronze. 

Flanges extend beyond openings in all sizes. 

Ground plan similar to that of “Throat” on page 42. 


The following dimensions are the inside openings. 








Cat. Front Back Depth Flue Approx. List 
No. inches inches inches Recommended We. Ibs. Price 
L790 24 19 10 8x8 2D $ 7.60 
iby Ata 30 25 10 8x12 Bil 8.00 
15792 36 31 10 8x16 36 10.00 
L793 42 37. 10 We 41 12.40 
L794 48 43 10 12x16 47 15.60 
L795 54 49 10 16x16 56 18.60 
L796 60 3) 10 16x20 63 22.60 





DISCOUNTS ON APPLICATION 


E. L. LEBARON 


FOUNDRY COMPANY 
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TIP AND SLIDE DAMPERS 








Cat. Length Opening Approx. List 
No. Inches Inches Wr. Ibs. Price 
Ui 20 13144x6 9 $ 3.00 
L2 26 191, x6 13 3.60 
L3 30 23146 15 4.00 
L4 32 2314,x6 16 4.20 
L5 36 301, x6 18 4.40 
is 39 301,,x6 19 4.80 
Le, 45 39 x6 24 5.80 
L8 49 4314x6 30 6.20 
L9 54 48 x6 2: 8.60 
L10 60 48 x6 3). 10.00 
L1I0OA 65 602 x7 38 11.60 
it 66. 6534x7 50 13.00 





DISCOUNTS ON APPLICATION 
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STANDARD DIMENSIONS FOR 
CAST IRON SOIL PIPE 
STANDARD WEIGHT 





Soil pipe laying lengths are 60 inches 








Size A B D G H ae 
a bya eZ / / 5/ / 5/ 

f S256 214 G Zee ae "8 3.9 
/ 7/ By 5 5 / 

3 4146 a594 @ LAE 21% 6 78 13,2 
ay / 5 / a, e 

ay 51146 AiG 21146 BE G 3 32 
fe / ~y 

>) 61146 oe 2A e 41% 6 2% 32 
/ -/ xf 

6 7G 6! 16 2114 ¢ >) Y16 6% Y3,9 

8 10 1% 94% 3 46 71546 8% 732 
10 12% 11 3% caer Oui 103, ly, 








ALL DIMENSIONS ARE IN INCHES 


E. L. LEBARON 
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STANDARD DIMENSIONS FOR 
CAST IRON SOIL PIPE 
EXTRA HEAVY WEIGHT 
Soil pipe laying lengths are 60 inches 

Size A B D G H 4e 
re ens, Wa er aE 

546 346 216 2314 5 3% 11, 4 

6% 6 334 6 234 3G 4% Vs 9 
>) 7% 6 6346 3M 4% 918 7 6 
6 8346 7% 6 224 1 % % 7A 6 
8 10% 9% 31% 77% 946 159 
10 1314 11% 314 9 % 114% TA 
N72 15% 5 Z 1 % 134% 7 





ALL DIMENSIONS ARE IN INCHES 
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STANDARD DIMENSIONS FOR 
VITRIFIED SEWER PIPE 


SINGLE STRENGTH PIPE 








Size ‘ 
Ske ae ig Ds Ls it 

3 5 Ibs 24 4il; 114, 1, 
4 714, 24 BF 13, / 6 
5 11 24 7 at 2 Bf 
6 13 24, 36 8 6 214 % 
8 20 24, 36 10 4% 21, 34, 
10 30 24, 36 12 % 214 % 
12 4214, 24, 36 15 214, 1 
15 60 24, 36 18 4 21% 1% 
18 80 24, 36 21% 3 114 
20 100 24, 36 23 ¥% 3 134 
21 12 24, 36 ZN G 3 114 
22 122 24, 36 26 % 3 154 
24 140 24, 36 28 % 3 154 
27 195 30, 36 32 6 314 2 
30 230 30, 36 PEN A 31, 21% 
33 300 30, 36 39 1% 4 2, 
36 350 30, 36 43 14 4 214 





ALL DIMENSIONS ARE IN INCHES 


E. L. LEBARON 
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STANDARD DIMENSIONS FOR 
VITRIFIED SEWER PIPE 


DOUBLE STRENGTH PIPE 








D ei 

Size hei fy Ds Ls 4h 
4 7%, lbs. 24 5 % 134** 6 
5* 11 24 7 “6 2 5 
6 13 24, 36 8 46 py fate % 
8 20 24, 36 10 % 214, ** 3/, 
10 30 24, 36 12 % 2, Up 
12 4214 24, 36 15 24, 1 
15 70 24, 36 18 214 1, 
18 100 24, 36 211546 3 114, 
20* 125 24, 36 24 Ae 3 15% 
21 135 24, 36 25114, 1% 
22* 155 24, 36 2615 « 17% 
24 175 24, 36 29 46 3 2 
27 215 30, 36 32 ¥% 314, 214 
30 275 30, 36 36 % 314, 21, 
33 340 30, 36 39 % 4 25% 
36 390 30, 36 43 54 4 23, 





ALL DIMENSIONS ARE IN INCHES 


* These sizes not in A. S. T. M. Standards 
** These lengths are 14 inch longer than A. S. T. M. Standards 











